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bata on Facilities Available at ‘uel Dumps and Filling Stations, 
6030 Filling Station on Puesserkrug, Schwerin, GTL 
1. double standpipe DAPG (sic) with one tank, capacity 2,000 liters) 

and one tank with a capacity of 3,000 liters) ' 
1 double standpine with one tank, capacity 3,000 liters, Diesel oil 


gasoline 


6055 Dump %, Volter, on 5 Merlinerstrasse, Grabow/lecklenburg. 
Standpipe 1, hand pump, 2 tanks eh ees wel tasoline 
Standmipe 2, hand 7 s l tank 1,500 liters : 
nines Ber Ge nals 3,500 liters) S8501ine 

Stezadpipe 3, motor and hand -pump; 

ltank 2,06) liters, gasoline 

1 tank 2,009 liters, gasoline 

1 tank 1,000 liters, sasoline 
‘tandpipe 4, hand sump, 2 tanks 2,009 liters coach, sasoline 
.tandpipe 5, motor pump,2 tanks 2,009 liters each, jasoline 
Jastallation 6058 thus has 11 tanks with a total storage capacity 
of 22,000 liters. *hore is also a devot filling station equipped 
with 1 double standpipe with 2 tanks of 1,909 liters cach. 


(102 DWM Jump, 4m Gueterbalmhof, echwerin, with sour track, 
HAPA Dur: Bank 1 33,000 liters, gasoline 
Gank 2 33,000 liters, Diesel oi1 
fank 3 20,000 liters, hizh octane gasoline 
Tank }, 62,000 liters, pacaline 
Coewil DimesTank I 15,000 liters. Diesel oil ale 
_ a Wank 2 18,000 liters, light o11 (7)) ‘anks underground 
Tank 3 15,000 liters, Buna oil 
Tank , 15,000 liters, “iesel oil 
Tank 5 11,000 liters, petroleun 
Tank 7 10,000 liters, special casoline 
Tank 8 10,009 liters, benzol 
Tank 9 3,009 liters, T.S.Jdxtwre 
All tanks underground. 


6118 Hubertus “ump, Am Guotcrbahnhof spur track Nr. ), (Hubertus), Scheerin, 
Yank 1 22,500 liters, Yiesel oil 
Tank @ 22,500 liters, Yiesel oil 
Tank 3 25,000 liters, sasoline 
Tank 25,000 liters, casoline 


6138 Krueger Dump, 1 Platz der Fraiheit, ochoenbers/Mecklenburc. 
Tank 1 50,000 liters, Yiesel oil 
Tank 2. 50,900 liters, “iesel oil 
tank 3 50,000 liters, Tuna oi] 
All tanks underground. 


61468 Sebrueder Voss Dump, 1 in der Quoobley spur track Uafendani, Bolgenburg/ 
; . wlbe, 

tank 1 20,000 liters, Diesel oil 

Tank 2 20,000 liters, Diesel oil 

Tank 3 50,900 liters, Diesel oil 

fank 50,000 liters, ~asoline 


6152 Ww. Stange Dump, on 32 Noyenstrasse, larenow. 

Former Shell Depot, 

storare capacity: Section 1 ~ 215,000 liters gasoline 
Section 2 ~ 91,500 liters motor oil 
Section 3 ~ 21,500 liters Diesel oil 
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8. 6202 B. Evers Dump, waren, Am Mahnhof, spur treck Ladestrasse, -meritz. 


Tank 1, 3 sections of 32,000 liters each fillec with petroleumy 
Diesel oil, and gasoline respectively. 
Jeebion a petroleum 
Section Diesel oil 
Section ¢ gasoline 
Tank 2, 32,000 liters, Diesel oil 
Tanks ] and 2 are underground, 
Tank 3 l,l0O liters) 
Tank 3,500 liters) tanks 3 = 6 are not used by the 
Tank 5 5,003 liters) DKMZ but by the HAS, . 
Tank 6 2,700 liters) z 
Tank 7 8,200 liters, Viesel oil 
Tank 8 10,000 liters, benzol 
Tank 9 51,000 liters, Viesel oil banks 3 —~ 10a are above 
Tank 10 6,000 liters, Yiesel oi1 rounds 


Tank 10a 2,000 liters, Diesel oil 

A T.S,. mixture double standnipe is also available. 

Tank 5,000 liters 

Tank 19,000 liters 

Two “-horizonital tanks with a capacity of 3,500 liters each and filled with 
gasoline and Yiesel oi] are available for use by MAS, 


9, 6211 DEMZ Dump, on Industriecelaende spur track Guestrow. 
ao Jump 1 = Industriegelaende, Storage capacity 10,000 liters 
b. Yuamp 2 + Hafen Doewil Dump, Storage capacity 1,623,000 liters 


e, Dump 3 = lafen Olex Dump. OStoragse ganacit 775,000 liters 
Total 37Tst000 liters 

a, duro 1 

ank 1 2°,900 liters _ 

Tonk 2? 25,900 liters, Uiesel oil 

Tank 3 25,990 liters 

Tank | 5,000 liters, gasoline 

Tank 5 30,000 liters, Yiesel oil 

Tank 6 30,000 liters, gasoline 


om 


Total” 10,000 Titers 


bo Duy 2 

Tea , 30,000 liters machine oil, 6,3/50 
Tank B 30,000 liters Buna oil 

Tank S 20,000 liters machine oil, 6,5/50 
Tank C 20,000 liters Light motor oil (7) 
Tank D 20,000 liters compressor oil 
Tank F 3,900 liters gasoline 

Tank G 3,000 liters petroleum 

Tank H 3,000 liters petroleun 

Tank 1 14,000 liters floor oil 

Tank 2 9,200 Liters spindle oil 

Tank 3 4,600 liters Yissel oil (erty) 
Tank 1; 6,00 liters Diesel oi] (ermty) 
Tank $,100 liters spindle oil 

tank 7,000 liters 

Total TON, 300 Witers tanks 1 ~ 6 are above zround, 


c. Dump 3 
Tank [25,000 liters Diesel oil 


Tank 2 22,500 liters petroloun 
Tank 3 15,000 liters Buna oil 


Tank 165,000 liters aviation gasoline 
Tota 3000 Liters 
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6328 Vrama wi, Dump, on LL “ogtockerstrague Kroepelin, Uecklenburr. 

Bump at the Railroad Station Kroepelin, AGL. 

Only one underpround tank with a capacity of 54,000 liters is available, 
The tank is filled with Diesel o11 at present, 


6332 Rostock-Pramow Dump, DIMZ, on 19 Karl loppstrasse > 


Tank la 18,000 liters Luna ofl 

Tank lb 18,000 Liters Diosel oil 

Tank 2a 21,600 liters motor oil 

Hank 2b 21,000 liters special Diasel oil 

tank 2c 21,000 liters petroleum 

Tank 3a 21,600 liters test casoline 

tank 3b 21,600 liters enpty 

Tank 3c 21,800 liters special Diesel oil 
6400 P. Karsten Sump, freight yaré, ©tralsund, 

Tank 1 29,900 liters Diesel oil 

Jank 2 20,300 Liters petroleun 

Tank 3° 20,0900 liters Diesel oil 

Tank 4 20,000 liters Diesel oil 
6418 DKMZ Dump, city dump, on Ruecendann, Stralsund, 

fank 1 30,000 liters Diesel oil 

Tang 2° 30,000 liters Otiesel oil 

Tank 3 30,000 lliters motor oil 

Tank la 30,00) liters fasoline 

Tank 2a 15,00) liters petroleum 

fank 3a 15,000 liters gasoline 

Al tanks are underground, 
G@1L6 DKiis Dump, city dump, on 10h Patriotischer “Wer,spur track Konsum Gen. 
Rostock harbor, 

Tank 1 25,000 liters gasoline 

Tank 2 25,000 liters gasoline 

Tank 3 25,000 liters Diesel cil 

tank 4 10,000 liters Diesel oil 

fank 5 10,000 Liters Diesel oil 
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